FORM 4 


z INVOICE No. 
Subp; ERED TRIG : CGRPPAWY78R001300050116-0 : 
72212 SOUTH HILL STREET : | 


LOS ANGELES 7, CALIF. E. 11619 


Richmond 9-5301 


ELECTRICAL INSTRUMENTS 
* Manufacture 
¢ Sales and Service 
‘* Repair and Calibration 


so’ 2 TO 8=6Hycon Mig. 
Pasadena, California 


OUR ORDER NO. SHIPPED VIA 


O479 Piek 


~~ YOUR ORDER NO. 


| UNIT PRICE | EXTENSION | TOTAL 


QUANTITY | DESCRIPTION 


‘a Material - - - - | 
(* yt haber? aire saraeiceres 3.00 


TOTAL - - - 3,50 
Sales Tax on Material - 


We heraby certify that the prices for the articles and/or services covered by this ee ’ 
invoice do not exceed the ceiling prices therefore established by any spotlcable Shipping Charges ee 3,00 


ceiling price regulation or order 
“Wa hereby coup proved pant Releaser200109l0 54: GhasRPS 1 B00878R001300050116-0 
this invoice we have complied with all applicable recdivarmenys of Sections 6, 7 @ 
12 of the Fair Labor Standards Act, as amended, and of regulations and orders. st 
the United States Department of Labor issued vader Section |4 thereof.’ uy oo? 


